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9202250331 NRC Info Notice 92-019, "Misapplication of Potter & Brumfield MDR Rotary
Relays."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/02.
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042.

9203100123 Forwards insp repts 50-277/92-04 & 50-278/92-04 on 920121-0224.Viola-
tion noted but not cited.

BLOUGH.A.R- Region 1 (Post 820201). 92/03/02. SMITH.D.M. Philadelphia Electric
Co. 3pp. 60844:151-60844:172.

-9203100131 Insp repts 50-277/92-04 & 50-278/92-04 on 920121-0224. Violations
noted    but    not    cited. Major    areas    inspected:    operational    safety, radiation
protection.physical security, control room activities.licensee events.
DOERFLEIN.LT. Region 1 (Post 820201). 92/02/28. 20pp. 60844:154-60844:172.

9202260208 NRC Info Notice 92-020, "Inadequate Local Leak Rate Testing."
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/03.
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046.

9203100249 Forwards insp repts 50-277/92-06,50-278/92-06,50-352/92-09 & 50-353/
92-08 on 920210-14.Corrective actions for identified violations reviewed re contain-
ment leak rate testing.

DURR.J.P. Region 1 (Post 820201). 92/03/03. SMITH.D.M. Philadelphia Electric Co.
4pp. 60845:197-60845:206.

-9203100253 Insp repts 50-277/92-06,50-278/92-06,50-352/92-09 & 50-353/92-08 on
920210-14.Major areas inspected:followup of previously identified items.
CHAUDHARY.S.K., EAPEN.P.K. Region 1 (Post 820201). 92/02/25. 6pp. 60845:201-
60845:206.

9203160055 Forwards insp repts 50-277/92-05 & 50-278/92-05 on 920127- 31.No vio-
lation noted.

BETTENHAUSEN.L Region 1   (Post 820201). 92/03/05. SMITH.D.M. Philadelphia
Electric Co. 3pp. 60911:074-60911:085.

-9203160058 Insp repts 50-277/92-05 & 50-278/92-05 on 920127-31.No violations
noted. Major areas inspected:review procedures & implementation of maint work order
& clearance & tagging programs.

FINKEL.A., BLUMBERG.NJ. Region 1  (Post 820201). 92/03/03. 9pp. 60911:077-
60911:085.

9203170120 Forwards exam repts 50-277/92-01 OL.50-278/92-01OL, & 50-352/92-02 &
50-353/92-02OL during wk of 920113.Six of seven candidates passed all portions of
exam.

BETTENHAUSEN.L Region 1   (Post 820201). 92/03/06. SMITH.D.M. Philadelphia
Electric Co. 4pp. 60924:135-60924:227.

-9203170135  Exam  repts  50-277/92-01 OL.50-278/92-01OL.50-352/92-02OL &  50-
353/92-02OL on 920113-1 S.Exam results:six of seven candidates passed all portions
of exam.One candidate failed operating portion for Limerick.
WILLIAMS.J. Region 1 (Post 820201). 92/03/04. 76pp. 60924:139-60924:219.

\ review of multisite LSRO license written exam & re-

-9203170161 Discusses pre-exam review of multisite LSRO license writtc
quests concerns for inclusion of written exam grading process by NRC.
LEITCH.G.M.   Philadelphia  Electric  Co.  92/01/17.   MARTIN.T.T.   Region   1   (Post
820201). 8pp. 60924:220-60924:227.

9203300226  Submits clarification of second  interval  inservice  insp  program  relief
requests.submitted via util 901115 Itr. Updates attributed to use of improved exam
equipment, advances in NDE technology & selection of components.
BECK.G.J. Philadelphia Electric Co. 92/03/19. Document Control Branch (Document
Control Desk). 33pp. 61207:264-61207:291.

9203300264 Provides response to violations & proposed imposition of civil penalties
noted in Insp Repts 50-277/91-33 & 50-278/91-33.Corrective actions:Unit 3 MSRV re-
moved & replaced during eighth refueling outage.

SMITH.D.M. Philadelphia Electric Co. 92/03/20. Document Control Branch (Document
Control Desk). 11pp. 61199:314-61199:324.

R. Periodic operating reports & related correspondence

9203030322 Fowards Semi-Annual Effluent Release Rept 32 for Jul-Dec 1991.
MILLER.D.B. Philadelphia Electric Co. 92/02/28. Document Control Branch (Docu-
ment Control Desk). 1 p. 60820:326-60820:340.

-9203030325 "Peach Bottom Atomic Power Station Semi-Annual Effluent Release Rept
for Jul-Dec 1991."

*  Philadelphia Electric Co. 91/12/31. 14pp. 60820:327-60820:340.

9203030389  Forwards  "1991   Occupational  Exposure  Rept"  &  revised  tables  for
1988,1989 & 1990 & actual TLD dose rates for occupational exposure repts.
MILLER.D.B. Philadelphia Electric Co. 92/02/28. Document Control Branch (Docu-
ment Control Desk). 1p. 60802:141-60802:146.

-9203030394 "Standard Format for Reporting Number of Personnel & Man-Rem by
Work & Job Function for the Period Jan-Dec 1991."

*  Philadelphia Electric Co. 91/12/31. 2pp. 60802:142-60802:143.

-9203030402 Revised "Annual Whole Body Exposure for 1990."

*  Philadelphia Electric Co. 90/12/31. 1p. 60802:144-60802:144.

-9203030407 Revised "Annual Whole Body Exposure for 1989."

*  Philadelphia Electric Co. 89/12/31. 1p. 60802:145-60802:145.

-9203030416 Revised "Annual Whole Body Exposure for 1988."

*  Philadelphia Electric Co. 88/12/31. 1p. 60802:146-60802:146.

9203060263 Forwards annual progress rept for implementation of control room
enhancements,per NUREG-0737,including revised Human Engineering Discrepancy
(HED) Assessment Forms HED D5-09 & RED SD5-01.

BECK.G.J. Philadelphia Electric Co. 92/02/28. Document Control Branch (Document
Control Desk). 22pp. 60858:039-60858:060.

9203060272 Forwards fitness for duty program performance data for Jul- Dec 1991.
BECK.GJ, Philadelphia Electric Co. 92/02/28. Document Control Branch (Document
Control Desk). 16pp. 60860:072-60860:087.

9203170347 Monthly operating repts for Feb 1992 for Peach Bottom Atomic Station
Units2&3.W/920313ltr.

BARON.MJ., MILLER.D.B.  Philadelphia Electric Co.  92/02/29.  14pp. 60981:253-
60981:266.

9203240054 Forwards updated info from Peach Bottom Citizens Radiological Monitoring
Network.

BORES.R. Region 1 (Post 820201). 92/03/12. HAMMONS.D. Federal Emergency
Management Agency. 17pp. 61053:187-61053:203.

V. Operator Examinations

9203020144 Responds to NRC 911216 request for addl info re nuclear review board
chairman & shift supervisors including rationale for maintaining mix of degreed & non-
degreed shift managers.

SMITH.D.M. Philadelphia Electric Co. 92/02/20. Document Control Branch (Document
Control Desk). 5pp. 60789:305-60789:309.

9203170120 Forwards exam repts 50-277/92-01 OL.50-278/92-01OL, & 50-352/92-02 &
50-353/92-020L during wk of 92011 S.Six of seven candidates passed all portions of
exam.

BETTENHAUSEN.L. Region 1  (Post 820201). 92/03/06. SMITH.D.M. Philadelphia
Electric Co. 4pp. 60924:135-60924:227.

-9203170135 Exam repts 50-277/92-01 OL.50-278/92-010L.50-352/92-02OL & 50-
353/92-02OL on 920113-15.Exam results:six of seven candidates passed all portions
of exam.One candidate failed operating portion for Limerick.

WILLIAMS.J., CONTE.RJ.  Region  1   (Post 820201).  92/03/04.  76pp. 60924:139-
60924:219.

-9203170161 Discusses pre-exam review of multisite LSRO license written exam & re-
quests concerns for inclusion of written exam grading process by NRC.
LEITCH.G.M.  Philadelphia  Electric  Co.  92/01/17.  MARTIN.T.T.  Region  1   (Post
820201). 8pp. 60924:220-60924:227.

9203300068 Notifies that NH Nunn & BS Oliver no longer require senior operator li-
censes due to reassignment of duties.

BECK.G.J. Philadelphia Electric Co. 92/03/24. Document Control Branch (Document
Control Desk). 1 p. 61165:027-61165:027.

DOCKET 50-280 SURRY POWER STATION, UNIT 1

F. Security, medical, emergency & fire protection plans

9203170372 Partial response to FOIA request for documents. Forwards App B
documents.App B documents also placed in PDR.Review of addl records subj to re-
quest still ongoing.

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post
890205). 91/09/05. WINDREM.R. NBC. Inc. 9pp. 61213:001 -61214:063.

-9203170447 Informs that App R insp for Surry postponed indefinitely,but insp at North
Anna now scheduled for 840924-28,in response to 840518 telex.
LAFLEUR.J.D.    Office    of    International    Programs    (Pre    870413).    84/06/06.
SALVATORES.J.E. Brazil. 1p. 61213:122-61213:122.

9203050042 Forwards Rev 27 to physical security plan per 10CFR50.54(p). Changes
withheld per 10CFR73.21.

STEWART.W.L Virginia Power (Virainia Electric & Power Co.). 92/02/28. Document
Control Branch (Document Control Desk). 1p. 60852:094-60852:094.

H. General correspondence

9203120379 Responds to 920117 Itr from district representitive, JM Fournier.forwarding
constituent correspondence expressing concerns re transportation accident involving
reactor coolant purnp motor which occurred on 910827 in VA.
TAYLOR.J.M. Ofc of the Executive Director for Operations. 92/02/26. COX.C. House
of Rep. 4pp. 60930:035-60930:043.

-9203120386 Forwards constituent RD Grabiner Itr expressing concerns re transporta-
tion accident involving reactor coolant pump motor in VA on 910827.
FOURNIER.J.M. House of Rep. 92/01/17. BRADBURNE.J. Office of Congressional
Affairs (Post 911117). 4pp. 60930:039-60930:043.

P. Operating license stage documents & correspondence

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses &
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE)
for severe accident vulnerabilities - 10CFR50.54(f).

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat-
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032.

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power
plants & holders of CPs for nuclear power plants re consideration of valve misposi-
tioning in BWRs.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat-
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036.

9203040009 Forwards three inservice testing program interim relief requests for control
room envelope air conditioning sys.Two flow elements for chiller pumps cannot be in-
stalled except during outages now planned for 1993 & 1994.

STEWART.W.L Virginia Power (Virginia Electric & Power Co.). 92/02/26. Document
Control Branch (Document Control Desk). 11 pp. 60802:161 -60802:171.

9203050096 Discusses operational safeguards response evaluation concluding effective
provisions in place to assure that safeguards measures did not adversely affect safe
operation of plant.

VARGA.S.A. Division of Reactor Projects - l/ll (Post 870411). 92/02/28.
STEWART.W.L Virginia Power (Virginia Electric & Power Co.). 4pp. 60864:303-
60864:306.. Planning. Program & Management Support Branch
